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ri Bae 


ODP 81-1014 
4 August 1981 


MEMORANDUM FOR: Chairman, Building Planning Committee 


25X1 FROM: 


DDA Representative 


SUBJECT: "Non-Office Space' Survey 
REFERENCE: Your memo, dtd 9 July 1981, Same Subject 
a 
ane Attached are the individual component responses 


to the request for information found in reference. 


Attachment 1 - oc 
2 - ODP 
3 - OF 
4 - OIs 
5 - OL 
6 - OMS 
7 - OT&E 
2. The response from OS is expected later this week? 
I will forward as soon as available. 
25X1 
Att: a/s 
Ps Pisses a 4 
ie nt: Ae wl 
25X1 


This document becomes UNCLASSIFIED 
when separated from attachment. 


WARNING NOTICE 
ISENSITIVE INTELLIGENCE SOURCES 
| AND METHODS INVOLVED 


d For Release CHAD CRE RPR 39-00244R000100120003-7 
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CONFIDENTIAL 


25X1 MEMORANDUM FOR: 
Associate Deputy Director for Processing, ODP, DDA 


25X1 FROM 2 SASS 
xecutive Assistant, OC 


SUBJECT : Building Requirements - Chapter Two 
REFERENCE : ODP 81-892, dtd 10 July 1981 


1. Attached is the non-office space information requested 
25X1 in reference. 


2. If further information is needed lease contact the 
undersigned on secure extension[ | 


| 


Attachments: 
As stated 


WARNING NOTICE -- INTELLIGENCE 
SOURCES AND METHODS INVOLVED 


CONFIDENTIAL 
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31 JUL 1981 
ATTACHMENT A TO @@-a8/-S93 


NON-OFFICE SPACE SURVEY 
CURRENT USAGE 


CATEGORY ROOM NUMBER SQ. FT. 

Conference (5) 2A03E (D/CO) Ss 320 

3E22 (ED) | ae 461 

3B25 (HRD 3. 364 

1B2707 4, 400 ST 

1A53E 5. 140 
Storage (6) 3E23 (ED) Ls 107 

3B49 (CSD) Zs 420 

GA43 3. 23,507 

BEOS 4. 100 ST 

1B05 5. 280 

1B30 6. 270 
Mail Room (1) 3D42B (ED) ie, 180 
Xerox Room (1) | 1B05B Hqs.[__| As - edz STA 
Library (1) 3E17 (SSD) 1s 764 
Registry (1) 2B07 (SSD) 1. 2,130 
File Room (1) 3B14 (SSD) Le 200 
Signal Center (1) 1B2701 Hqs se 945 ° STA 
Machine Automation Center (1) 1B2710 Has 1. 4,846 
Lounge (4) -3B17 (SSD) 1. 400 

1B3502 Has 2 168 

1€6210 Hqs oe 496 

1B07 Has. 4. 500. 
Computer Terminal Room (2) 3B14 (SSD Ls 100 

Ze, VytsS 

1A53D ,751 STA 
Computer Center Room (3) 6B120 1. 3,000 

1B210 2. 4,128 

714 A 3. 1,035 
Laboratory (1) 3D05 (ED) i; AA2° 
Machine Maintenance (1) GA3901 Hqs Tx 500 ’ STA 
Maintenance Shop (1) 1€57 Hqs. fue 1,057. 
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8 1 JUL 1983 
Approved For Release 2003/06/20 : CIA-RDP89-90244RR9N4100120003— _ we) _ sq 


NON-OFFICE SPACE SURVEY 


: CURRENT USAGE 


PT 
120 


545 
1,448 


-1,856 


1,442 


243 


CATEGORY ROOM NUMBER SQ. ‘ 
Interview (1) 3B31 (HRD) i 
Telephone Switchboard (2) 1C6215 Hqs. di 
1E6210 Hqs. Ze 
Telephone Switch Room (1) GD5307 Has. i 
Data Grid Closet (2) GD5309 Has. Ly 
6B06 Has. ( De 
Telephone Closet (14) 1. 
2% 
a 
4, 
53 
6. 
Tx 
8. 
9. 
10. 
11. 
IZ 
13. 
14. 
Equipment Room (3) Ty 
2 
3% 
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STAT 


STAT 
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ATTACHMENT B TO @0-M8/-~S93 


NON-OFFICE SPACE SURVEY 
FY-1987 PROJECTION 
CATEGORY §& NUMBER SQ... FT 


Conference (7) 780 (D/CO) @ 


450 (FND) 


SAO PWNEH 
ie) 
a 
fom) 
cn 
Q 
nN 
oO 
ad 
& 


Computer Terminal Room (4) 1 300 (END) 7 
2 100 (END)?& 
‘D9 3 2,000 & STAT 
Mee ¥ er 4 800 Be 
Storage (7) 1. 150 (FND): 
Ds, 130 (ED) * 
3. 200 (ED)? 
4, 120 (HRD). 
5. 100 (SSD). 
6. 12,000 STAT 
7. 1,000 
Storage (Vaulted) (2) dig 420 (CSD) 
2. 61,000 (CSD). 
Registry (2) L. 180 (ED)“ 
2. 2,000 (SSD). 
Laboratory (1) bes 25009) £2) thong be ded 
Library (3) i 325 (ED) °¢ 
2. 1,000 (SSD) e 
3. 1,500 | STAT 
Interview (3) Ts, 120 (HRD): 
z 120 (HRD) e~ 
3 120 (HRD)« 
Copy Room (4) 1. 180 (HRD)» 
2 100 (SSD)e¢_ 
3. 1,200 STAT. 
4, 1,200 
: 
Lounge (2) 1. 700 (SSD) e664" 
2. 1,500 0 }|©~—Cs STAT 
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ATTACHMENT B TO OC_AS/-S9S 


NON-OFFICE SPACE SURVEY 


FY-1987 PROJECTION 


CATEGORY §& NUMBER SQ. FT. 

Telephone Switch Room (2) CR 1. 6,000 STAT 
2. 3,200 

Equipment Maintenance (3) vit 1. 8,000 
24. F000 
3. 2,000 

Telephone/Data Closets (112) WA Lie -, 22800 

AT? 2525. Sau ft. 

Telephone/Data Frame Room (5) e& ae 500 
Les 500 
3. 500 
4, 500 
5. 3,000 
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